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Renegade petition 

has mysterious 
source 



Future site of the Rutherford Physics Building. 



Rutherford Bldg to be 
completed next fall 



by Janet Ritch 

All physicists, confused and 
depressed, may now take heart. 
According to Angus D. Elliot, 
Director of Physical Plant, the 
long-promised Rutherford Phy- 
sics Building will replace the 
patches of grass and piles of 
black mud just below Pine on 
University sometime next fall. 

No longer will students have 
to search out lectures, labs and 
tutorials scattered among a 
myriad of five obscure build- 
ings. Instead, the physics de- 
partment will be able to central- 
ize all its facilities In the new 
building with a small overflow 
into the surrounding edifices, 
the Donner Building and the 
Strathcona Anatomy -and Den- 
tistry Building. The whole com- 
plex will be conveniently |oined 
by a pedestrian tunnel. 

The estimated . cost of the 
project now stands at $5,648, 
710, and is considered by Mr. 
Elliot to be slightly high in a few 
areas which he did not specify. 



This past Monday the tenders 
were presented to the Board of 
Governors for a final review. If 
the proposal is passed, a con- 
tract will be signed and full- 
scale construction will begin as 
soon as the required building 
permit is obtained. 

"The sooner it begins, the 
better," says Mr. Elliot, "since" 
the fall weather is perfect for 
blasting out the rock in the 
area." Since the building esti- 
mates are based upon the cost . 
of materials and labour in the 
forthcoming year, the con- 
struction must be completed 
within that time period. 

The plans for the building, 
designed by Dobush, Stewart, 
Longpre, Marchand and Gou- 
dreau, have existed for over a 
year. The proposed structure 
will be a basic rectangle of four 
floors and a penthouse, which 
eventually will include an ob- 
servatory. Hopefully only the 
dome of the observatory will be 
Incomplete by the end of this 
year. 



ASUS BY-ELECTIONS 



The deadline for nominations for U1 & U3 Representatives has 
been extended until 4 PM Friday. Turn nominations in to the 
ASUS mailbox in the Union. See ad in the Oct. 7 issue of the 
Daily for details. 



The ground floor will consist 
of a library, an auditorium, 
computer rooms and the Ruth- 
erford Museum, which is to 
display mainly the instruments 
Lord Rutherford used in his 
research at McGill. In the base- 
ment, the Physics Department's 
obsession with ice will be 
allowed to develop. Special 
rooms have been allocated for 
Arctic Research and labelled the 
Cold Room Complex. 

The entire campus will bene-- 
fit from the installation of a 
central transformer substation 
in the basement, which will 
parcel out electricity. Now, 
McGill has a number of small 
transformer stations in separate- 
buildings, each of which is 
billed by Hydro individually for 
Its operation. It will be econo- 
mically advantageous to have 
one station and one bill. 

The entire plan seems pro- 
mising and future development 
should be apparent soon, espe- 
cially to the inhabitants, of 
tranquil University St. 



Staff Meeting 



Therewill bean important 
meeting today at 5 pm to discuss 
our vacation noxl week. 
All staffers are urged to attend. 



by Martin Braun 

The appearance on campus of 
a two-page flyer that calls for 
the boycott of McGIII's job eval- 
uation plan has apparently crea- 
ted an issue that hitherto didn't 
exist. 

Put out by a group whose 
individuals wish to- remain 
anonymous but which calls 
Itself the Ad Hoc Committee for 
Organizing McGill Office Em- 
ployees, the flyer contends that 
on October 1 , 1975, the Admin- 
istration of McGill instituted a 
new job evaluation plan for the 
purpose of reclassifying mem- 
bers of the university's non- 
academic staff. 

It goes, on to charge the 
Administration with hypocrisy. 
The Administration claims it is 
Instituting the new plan in order 
to remove certain Injustices, but 
the group claims the real motive 
is austerity. By 'declassifying* 
the non-academics, the flyer 
maintains, the Administration 
would be in a position to cut 
staff and. staff salaries. 

Questions immediately arose 
however, on a number of fronts 
shortly after the source of the 
bulletin was investigated. Spea- 
king with a representative of 
NUMOTLE, the National Union 
of McGill Office, Technical, and 
Library Employees, and a soon- 
to-be accredited member of the 
CNTU, the Daily discovered that 
whoever put out the bulletin did 
so without the knowledge of the 
non-academic staff's own 
union. Jean Depplsch, repre- 
senting NUMOTLE, also ex- 
pressed surprise in regards to 
an article in last week's Daily. 
This article reported a petition 
being distributed throughout 
campus for the purpose of gain- 
ing wage parity for McGill 
non-academics. Deppisch knew 
nothing of this petition's source 



and efforts to achieve this 
knowledge have been unsuc- 
cessful. 

Equally as obscure, the flyer 
that calls for the boycott of the 
job evaluation plan "by refusing 
to complete the position des- 
cription forms being circulated 
by the Administration" is tem- 
porarily nameless. A phone call 
to the committee's office was 
received by a person who 
wished to remain nameless, 
who wished her department to 
remain nameless, and who 
wished the group's affiliation 
and relationship to the 
NUMOTLE to remain unknown. 

On the Administration's end, 
the supposed job description 
forms are still a mystery. Those 
responsible for last year's forms 
do not know of any being 
distributed currently. In fact, a 
number of departments, inclu- 
ding biochemistry, East Asian 
Studies, physics, and econo- 
mics, claim no knowledge of 
them. 

It has been theorized that the 
"Ad Hoc Committee for Organ- 
izingMcGill Office Employees" 
has been organized by an ex- 
NUMOTLE member whose 
membership terminated last 
yeardueto extreme friction with 
other Union members and who 
since has sworn to undo the 
NUMOTLE. It has also been 
theorized that the Communist 
Part of Quebec, Marxist-Lenin- 
ist (CPQML) is involved. 
Though neither contention is 
supportable, it appears that the 
primary reason for the Commit- 
tee's actions is the insecure 
position of the NUMOTLE. In 
need of 1500 signatures to 
become an accredited member, 
of the CNTU, the NUMOTLE will 
have to wait at least until spring 
76 before it attains the power It 
seeks. 



Morgenthau:U.SA 
holds Israel's fate 



by Michèle Giusiana 
"The U.S. controls the life or 
death of Israel," Dr. Hans Mor- 
genthau stated in a lecture held 
last night In Leacock Room 26. 
Morgenthau has played a major 
role In past U.S. foreign policy 
and Is the author of the re- 
nowned text, Politics Among 
Nations. He attributes the U.S. 
power to the placement of 200 
U.S. "technicians" In the Middle 
East as required by the Second 
Sinai Agreement. 

It is naive to think these 
"technicians" will play a non- 
military role, Morgenthau said, 



stating that these men "aren't 
exactly going to sit around and 
play chess." Pointing to the 
Cuban Missile Crisis in which 
the term "technicians" was 
used as a code name by U.S. 
intelligence, Morgenthau stated 
that these technicians are un- 
doubtedly skilled in radar con- 
trol and interpretation. By con- 
trolling the radar watches, the 
U.S. will decide whether radar 
activity indicates an overture of 
war or data which can be dis- 
regarded. Israel, after years of 
self-reliance and pride in that 
cont. on p. 6 
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today 



Medieval Drama Society: 
First meeting this afternoon at 4 
in Arts-B20. For further info call 
392-4483. 

E.U.S. Lunchtlme Films: 
12-1 Rm 204 McConnell Eng. 
Bldg. Today - Buck Rogers #4, 
Laurel & Hardy, Keystone Kops. 
Men's Intramural Sports 
[Faculty of Arts] Ice Hockey: 
Those wishing to play Ice hock- 
ey for the Arts team contact Dan 
Marandola, 322-1455. Equip- 
ment is supplied during regular 
season play. 
Savoy Society: 

Our first rehearsal Is tonight at 7 
In the Music Faculty, room 
C412. All persons who have not 
been contacted please see the 
cast list posted at the Students' 
Society offices. 
McGill Christian Fellowship: 
"Awake up my soul; awake, lute 
and harp: I myself will awake the 
dawn." (Ps.57) Get the morning 
going with prayer. Daily in 
Union 307, from 8:30-8:55 am. 
Library Workshops: 
Today's topic is Reference 
Books. Meet at the Redpath 
Undergraduate Library Info/ Re- 
ference Desk at 3 pm. 
Hlllel: 

.Games, music and a good time 
tbriité at '7 pm. Come to 2130 
Bishop and meet people. An- 
other Hlllel. activity. 
Daily Copy -Eds: 
Learn how to edit TODAY and 
WHAT'S WHAT copy. This 
means YOU. Any day at the 
Dally office. Ask someone who 
knows, (they're not extinct yet). 
Women's Intramurals; .... 
"Flag ' football starts today at 
Molson Stadium. Kick off time 
Is 5 o'clock sharp. All teams. are 
scheduled to play, so get your- 
self out with a few fans. 
Karate Club: 

A'Shotokan Karate Club has 
been formed and all Interested 
students should sign up at the 
office In the Union. Beginner 
and Advanced classes will be 
held. 

McGill For Farmworkers: 
Second organizational meeting 
of the McGill UFW support 
committee, Union 327, 4 pm 
sharp. 

Louise Forestier— AEFUM: 

Billets pour le spectacle du 24 
octobre 4 8:30 en vente au 



comptoir du Students' Union, 
premier étage. Comptoir sera 
ouvert aujourd'hui et jusqu'au 
24. $2.00 pour les membres et 
$2.50 pour les non-membres. 
This activity Is not limited to 
French-speaking people. Every- 
body is welcome. 
W.A.AJ 

All those who signed up for 
intramural badminton singles 
— first games to be played 
tonight beginning at 7:30 pm 
until 9:30 pm In gym #4, Currie 
Gym. Come out and support 
your unltl 

Women's Collective Press: 
Any and all women Interested in 
joining the Women's Collective 
Press, come to the meeting 
today at 5 pm in room 467 of the 
Union. 



around 
campus 



.iHllnUllU. 



PLACE DES ARTS Montré.il 129 (Quebec.) Tél: 8-12-2 1 12 




HOSTARIA ROMANA 

1 minute from Campus 
LUNCHTIME SPECIALS 
2044 Metcalfe 
Tel. 849-1389 
... DINEHERESOON 



Theological 
Seminars 



The Faculty of Religion is 
holding a year-long student- 
faculty seminar on the theme of 
"Survival and Development." 

The seminar Is designed to 
"create an atmosphere In which 
we as the academic community 
of students and faculty have an 
opportunity to reflect theologi- 
cally on contemporary issues." 
These*. monthly extra-curricular 
meetings will be a relaxed forum 
for people with common con- 
cerns to discuss thèse issues, 
i. There are.slx .meetings plan- 
"ned for this year. The first is 
scheduled for today, October 
9th, to discuss trie problem of. 
social 'survival, Including the 
problems' of food production, 
pollution, and population. 

Meetings are open to anyone 
regardless, of faculty or reli- 
gious persuasion, towards for- 
mation of a "community of 
scholars." The meeting today is 
in the Senior Common Room of 
Divinity Hall from 12 noon until 
2:00 pm. 

For further information 
please contact Dr. Erin Malloy- 
Hanley, or the Faculty of Reli- 
gion at 392-4827. 

Barbara Scales 



Players' Club 



McGill Players , in co-operat- 
ion with Playwrights' Work- 
shop, is presently planning a 
series of Canadian one-act 
plays to be produced for 
Sandwich Theatre throughout 
the year. Some of these have 
been produced before but tor 
many of the plays, it will be the 
premiere performance. 

The most important aspect of 
these original plays is that they 
will be handled In a workshop 
situation; as much time as 
necessary will be given to each 
production. The playwrights 
will have the opportunity of 
working along with the directors 
and the actors during the 
rehearsals and the actors and 
directors will be able to gain 
valuable experience in working 
" on new "dramatic material. 



By working In conjunction with 
Players , writers will be able to 
see their plays produced and 
will be able to continue the 
working ^process with their 
plays throughout rehearsal. The 
staff at Playwrights' Workshop 
will be readily available to help 
with advice or suggestions on 
any of the productions. 

It seems that there are never 
enough ' original Canadian 
scripts being performed In 
Montreal, yet there are many 
new playwrights who deserve to 
be produced and who could 
learn a great deal from such an 
experience. At Players , where 
there are not the usual theatrical 
pressures of commercial suc- 
cess and finance, the situation 
is ideally suited to this kind of 
material. 

There are any number of plays 
to be produced; it all depends 
on the number of people who 
are interested. Directors, play- 
wrights, performers, stage 
managers, designers and tech- 
nicians are all exteemely 
Important If this project is to 
succeed. There are plays to be 
read now, available through 
Players , and people available 
with whom to discuss new 
plays. I will be around, as well 
as the staff at Players , to help 
directors get a production 
started. 

So, to all those interested, 
'pleàsè drop by the theatre and 
let's talk. 

Diane Morrison 
McGill Players 



Memorial 



This past sgmmer, one of our 
fellow students^. Stephen S. 
Gold bloom, passed away sud- 
denly. Stephen was a student in 
Accounting with an aptitude in 
mathematics. His interests in 
school and home were varied, 
He was a very dedicated student 
who put a lot of time into 
activities in the Management 
Faculty, and outside the Facul- 
ty. He put forth a great effort in 
trying to Improve the quality of 
student-life both educationally 
and socially. 

A .special ..award, "The Ste- 
phen SÏ.Goldbloom Memorial 
Prize" Is now In the process of 
being established. We are de- 
pending on the generosity of 
you, the students, staff, and 
faculty of McGill University, to 
generate the funds necessary 
for the successful establish- 
ment of this award. Your con- 
tributions may be given or sent 
to: 

1) ABIE LERM AN, 488-5204 
B. Comm. U3 

2) KEN BREUER, 488-5003 
B. Comm. U3 

3) DIANA RUBIN , Secretary to 
the Associate Dean of the 
Faculty of Management 

Address: 
c/o 

Samuel Bronfman Building 
Room 453-C 

1001 Sherbrooke St. West 
Montreal, Quebec 

Any questions should be di- 
rected to .these three parties. 
Income Tax Receipts will be 
sent upon request. Make che- 
ques payable to "McGill Univer- 
sity". 
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Montreal Portuguese nostalgic for old country 



by David Ross 
There is a cartoon theme that 
has gained some currency on 
the continent these days: a 
.swimmer being threatened by a 
shark, just as on the cover of the 
book "Jaws". The swimmer is 
labelled Portugal. The shark 
isn't labelled; but obviously the 
cartoonist means It to be the 
so-called "Red Menace.". 
' "Who knows what is happen- 
ing, in PortugaJ?" the Portu- 
guese in Montreal ask. "We get 
the papers from Lisbon three 
times a week, and they say one 
thing ,- then we see the papers up 



here and they say another. 
They're both biased." 

"You know," says a represen- 
tative of the local Portuguese 
cable radio, "for 50 years we've 
been told how bad the Com- 
munists are; people In Portugal, 
and here, too, are afraid of 
Communism without even 
knowing what it is." 

"In Portugal," he adds, 
"people are so afraid of the 
Communist Party that they vote 
for the Socialists as the only 
alternative. Without the right 
Information, it's hard to know 
who's right and what's wrong, 



but Portuguese, both here and 
In Portugal are becoming more 
and more Interested in finding 
out." 

But the Portuguese news- 
paper in Montreal devotes ten 
pages to the Montreal Portu- 
guese community and only one 
on the political events of Por- 
tugal. The newspaper Is as full 
of smiling people stiffly shaking 
hands or opening stores or 
showing off new babies, as any 
•small town weekly. 

"I don't know about anybody 
else," a middle aged man said, 
"but I didn't come here because 



of politics. I don't care that 
much about politics. Except for 
politics in Montreal, maybe." 

"We came here because of 
better jobs and for more 
money," a young Portuguese- 
Canadian said. He added, how- 
ever, that there are "lots" who 
came to get away from Salazar, 
and more recently to escape the 
new government. "They're 
mostly owners, the ones who 
left since the coup," he said. 

Naturajly, the people who 
have come most recently are the 
most concerned with the new 
government's progress. "I'd like 
to go back," one recent Immi- 
grant said. "Montreal isn't my 
home. Once things are more 
stable, and the Communists are 
defeated, then I'll return." 

"Salazar was horrible, you 
can have no Idea how bad," an 
older woman said. "I'm glad I 
left." 

Consciousness of Salazar 
and Portugal's fascist past Is 
high enough to ensure atten- 
dance at meetings of the Mon- 
treal branch of, the Portuguese 
Democratic Movement; a leftist 
political party based In Portu- 
gal. 

.. Most of.;Montreal.'s., Portu- 
guese seem* Settled' Into their 
community, which centres 
around St. Lawrence Boulevard 
between Prince Arthur and 
Mont-Royal. Signs In Portu- 
guese are as common as Greek, 
Italian, and Yiddish ones, In .the 
store windows and on the walls. 

"A lot of our people become 
shop owners In. Montreal," an 
official of the Ckib Portùgàl de 
Montreal observed. "Most work 



around St. Lawrence no matter 
what kind of work they do." 

When asked what their job Is, 
many Portuguese will only say 
where they work. "I work at the 
airport," or "at a store," or 
"down on St. Lawrence a- 
ways." 

But some are more specific. 
"I'm a labourer. I haul sacks and 
crates for a store," one young 
man told me, but he added, "I 
won't be doing that for long." 

Most of the young Portu- 
guese, who have grown up In 
Montreal are just as ambitious 
and eager to make their way in 
Canada as any immigrant group 
preceding them. 

"I don't want to go back to 
Portugal," one twenty-year-old 
said. "I'll talk about It, sure, and 
maybe I'll visit it someday. But 
Montreal is where I live and 
where I grew up. If I go back to 
Portugal, It'd be like visiting a' 
foreign country." 

But the young man still 
speaks Portuguese "very 
often," still lives down around 
the Main, and still goes to the 
Portuguese Club ' on Sunday 
afternoons. 

"This is a family club," the 
bartender . ; says,- ' arid as the 
afternoon wears on', the families 
begin coming in, past the sign 
that says "no Jeans" In Por- 
tuguese. They sit under cool 
blue and green lights, with TAP 
posters of the tourists' Portugal 
hanging .on the .blonde wood 
panelling. " The posters show 
brightly blue skies, beaches, 
and castles. When the talk turns 
to Portugal, only the good 
things are remembered. 




A demonstration in Lisbon, Portugal conducted by the leftist People's Democratic Union. 
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by Schofield Coryell 

LISBON, Portugal (LNS)— 
"Soldiers Always at the Side of 
the People!" and "Portugal Will 
Not Be the Chile of Europe!" 
were the shouts that filled the 
air of Lisbon.Urlate SeDtember 
as Portuguese workers in indus- 
try and agriculture began to take 
matters increasingly Into their 
own hands. 

The September 19 establish- 
ment of the Provisional Govern- 
ment—the country's sixth in 
seventeen months— marked a 
distinct and sudden turn to the 
.right. The American press, and 
business circles like the West 
'European Common Market, ap- 
plauded the "reversal of the 
leftist trend" when the Socialist 
Party and Its côïïservative ally, 
the Popular Democratic Party, 
emerged as the predominant 
political influence in the newly- 
formed cabinet headed by Prime 
Minister Plnheiro de Azavedo. 

But the forces of the left 
reacted swiftly and vigorously, 
asserting their views In the 




Socialist Party charges 
ese left with plotting coup 



streets and shaking the admin- 
istration by a series of massive 
and defiant actions. 

A huge parade of roughly 
7,000 to 8,000 rebellious sol- 
diers marched through Lisbon 
September 25. Cheered on by 
people on the sidewalks as 
others waved enthusiastically 
from balconies above, the 
soldiers marched along the 
broad avenues and through the 
little streets, up and down the 
hills on which the capital is 
built. They were followed by 
some 40,000 civilians, workers 
from factories under the control 
of workers' councils as well as 
factories still privately owned, 
construction workers In their 
hard hats and overalls, students 
bursting with enthusiasm, peo- 
ple of all ages and many walks 
of life. 

The parade, openly opposed 
to the Sixth Government and its 
conservative trends, was organ- 
ized by a newly born organiza- 
tion of leftist enlisted men 
called "Soldiers United Will 
Win." In a manifesto disputed 



to the Lisbon population during 
the parade, the group, still 
semi-clandestine, declared that 
its members and many rank- 
and-file soldiers could no lon- 
ger trust the Armed Forces 
Movement officers who carried 
out the April 25 coup. 

"We are workers and peas- 
ants in uniform, and our strug- 
gle is that of the working class," 
the statement read, explaining 
that by accepting the new con- 
servative administration, the of- 
ficers of the Armed Forces 
Movement were betraying the 
trust the soldiers had placed in 
them. 

"It is now up to the enlisted 
men to act on their own 
account," the statement con- 
cluded, "and to defend their 
own interests, the interests of 
the socialist revolution." 

After the march, the demon- 
strators held an Impromptu 
meeting In an open field, where 
the organizers announced plans 
to go the next day to the nearby 
.Trafario military prison to de- 



mand freedom for two soldiers 
recently Jailed there, who had 
distributed Soldiers United Will 
Win leaflets. The crowd shouted 
-back, "Today, today!"" 
' Instantly, virtually the entire 
fleet of Lisbon's buses was 
mobilized. A caravan of trucks 
and English-style double dec- 
_kers filled with shouting, sing- 
ing militants, rumbled to the 
prison where they were Joined 
by thousands on foot. 

Initially, the prison comman- 
der refused to release the 
prisoners, but the fighting spirit 
of the crowd impressed the 
soldiers inside the barracks and 
persuaded the commander to 
telephone for orders to General 
Otelode Carvalho, the comman- 
der of the military force, 
COPCON, and considered 
friendly to the left. Carvalho 
ordered the soldiers freed. 

Accompanied by enthusiastic 
applause and shouts of "Vic- 
tory I" the freed soldiers addres- 
sed the crowd. "Thanks to your 
solidarity, we are now "free," 
)fiey\said. "We have won the 



right to organize, and we will go 
on organizing." 

But events were moving 
rapidly. The next morning, 
September 26, the Prime Minis- 
ter's office issued a harshly- 
worded communique announ- 
cing the creation of a special 
new military unit, directly res- 
ponsible to the President, with 
the mission of maintaining law 
and order. The communique 
cited the "serious incidents of 
the past few days," an obvious 
reference to the soldiers' march 
and the freeing of prisoners. 

The following day, news 
spread that five imprisoned 
revolutionaries had been execu- 
ted in Spain. Hundreds of 
Spanish exiles and Portuguese 
anti-fascists raced to the Span- 
ish Embassy and Consulate to 
vent their anger against those 
symbols of Franco's dictator- 
ship. Police made no attempt to 
stop the destruction of the 
buildings. 
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Comment 



Cities necessary but unwanted 



Raymond Garneau's recent dictum 
that "it is impossible to Increase the 
share of the provincial pie cut out for 
municipalities" unsettles all of us who 
either cherish urban life or tolerate it 
out of economic exigency. The Quebec 
Finance Minister's message to city 
administrations Is clear: additional 
revenues required to balance city 
deficits must accrue from within the 
urban communities themselves. 

The Province will not . consider 
increased assistance to municipalities 
until 1977, when Garneau claims that 
the outcome of negotiations over 
financial arrangements with the Feder- 
al government will be known, the 
interim Imperative of localized res- 
ponse to municipal deficit has omin- 
ous implications for urban dwellers. 
■WThe; recently-announced Montreal 
transit fare increase merely foresha- 
dows the nature of things to come. 
Recourse to a rate hike is no less than 
paradigmatic of the type of "in-hôuse" 
response to city .deficit that the 
Finance Minister's statement recom- 
mends. The burden of a $57 million 
MUCTC deflcft now rests with the 
transit system's low-income, urban 
working class patrons— the group 
least 'capable of assuming it. That 
questions of justice and equity have 
been tabled alona with the Province's, 
postponement of increased aid to 
cities is apparent. But next year when 
municipalities such as Montreal must 



resort to further exploitation of their 
primary source of revenue, property 
taxation, the maligned transit fare raise 
will seem piddling. 

Many conservative politicians and 
some urban analysts stridently advo- 
cate fiscal austerity as cities' proper 
recourse. But even the streamlining of 
programs and elimination of ineffi- 
ciency may be rendered inadequate by 
the prevailing social and economic 
realities confronting urban areas. 

The plight of certain American cities 
demonstrates that even the most 
oppressive property tax assessments 
may prove insufficient if outside 
governments fail to address the 
imbalance between urban needs and 
capabilities. That such an imbalance 
exists in Quebec's urban areas seems 
obvious. Indeed, in light, of. current 
Provincial close-fistedness we may yet 
encounter "debt service" and "default" 
without referring to the New York 
Times financial page. 

What forestalls outside assistance 
to progressively more beleaguered 
cities? A look acros the border at recent 
events is instructive. 
_ ln ; his current round of public 
appearances Gerald Ford . has been 
underscoring his "adamant opposi- 
tion" to federal Intervention in New 
York City's crisis— and his obstinacy is 
earning him political capital. Outside 
intervention in. urban deficit problems 
requires re-allocation of resources, I.e. 



redistribution of the tax revenues of 
affluent regions to relatively poor 
areas. The President's middle class 
and suburban constituency perceives 
this "confiscation" clearly, and there- 
fore applauds his callousness to 
municipal hardship as protection of 
their non-urban interests. Meanwhile 
New York faces fiscal armageddon. ■ 

One wonders what would prevent the 
self-interest of non-urban Canadians 
from prevailing here. Garneau's state- 
ment of last week " admits the 
possibility that the non-urbanltes have 
already prevailed. 

Some American critics' of Ford's 
position attribute his anti-urban pos- 
ture to political partisanship; they 
remark on the Implausibility of a 
Republican mid-westerner rushing to 
aid an Eastern establishment liberal 
democratic stronghold like New York. 
At least one analyst finds an element of 
racism in the President's stand— any 
aid to New York City will largely benefit 
its poorest minority groups. 

But ultimately the problem is more 
complex than political partisanship or 
racial enmity and more fundamental 
than a particular reaction to a particular 
crisis situation; It is embodied in the 
liberal democratic society's guiding 
obsession with property rights. 
-Professor C.B.MacPherson terms it 
"the central Impediment" of liberal 
democratic Ideology: "its conception 
of the individual as a proprietor of his 



own person or capacities owing 
nothing to society for them." 

This belief in the Independence of its 
own affluence enables Ford's consti- 
tuency to hold itself aloof from the 
crisis of New York. But the conviction 
is tragically— for both New York and 
suburbia— an illusion. 

Ford's partisans forget that their 
comfortable status rests upon the 
Integrity of the socio-economic fabric, 
and their myopic self-interest ignores 
the central role of cities as markets and 
economics incubators. Apparently 
middle-class America is not listening 
to the chorus of European economists 
who predict capital market upheaval, 

instability of the dollar, and erosion of 
international confidence In the U.S. 
should New York go under. 

Quebec hope" that 
Garneau's non-urban constituency 
evinces a more sophisticated and far- 
sighted perspective. 

"It surely would be preferable if 
beleaguered municipalities were aided 
out of concern for compassionate 
distribution of resources and desire for 
an, equitable sharing . of societal 
burdens. But enlightened self-interest 
may do the job as effectively. 



Justin Loughry 



letters 




ANEQ Hgr 
To the Daily: 

External Vice-President Mat- 
ziorinis has carried the cause of 
student organizations a great 
leap backward by claiming that 
students' needs are of a higher 
priority than those of the old 
and the working class in relation 
to bus fare increases. 

As far back as ten years ago, 
UGEQ, the predecessor of 
■ANEQ, made a fjrm distinction 
between student associations 
that were corporatlst and those 
that were syndicalist — that is, 
those which existed solely to 
better the interests of their own 
members, on the one hand, and 
those who acted with and for 
their members to improve the 
interests of all oppressed 
groups. 

UGEQ definitely chose the 
latter, and the history of student 
action in Quebec since that time, 
has clearly maintained that stu- 
dents are not any more impor- 
tant than any other group in 
society — that we are not a 



privileged class with special 
interests, but are merely a part 
of society; therefore when we 
fight against social Injustice, 
we should fight with all those 
and for all those who would 
fight with us. 

If, while the MCM, and many 
other citizen's groups— espe- 
cially those representing the 
elderly who see the fare in- 
crease snatching away the fruits 
of many years of fighting for 
lower fares, students try to 
sneak under the wire by pulling 
some sort of rank, there is 
surely something wrong. We 
should be fighting, if we are 
against the fare increases, for 
lower fares for everyone; taking 
an opportunist position, merely 
because it is expedient, smacks 
of the worst sort of reactionary 
- politics. 

Sam Boskey, Law 

Gays sick of being "sick" 

To the Daily: 

Many people at McGIII are 
very proud of our supposedly 
modern, updated, and rigorous- 
ly scientific psychology depart- 
ment. Here are a few facts which 
do not support this reputation. 

Despite last year's American 
Psychological Association's 
decision that homosexuality is 



not a mental disorder, the topic 
is still treated within the context 
of a course in abnormal psy- 
chology. In view of the teacher's 
explicit statement during the 
first lecture that the word abnor- 
mal was an adjective with value- 
judgment attached to It, 
conveying a definite impression 
of undesirability, in addition to 
its purely statistical meaning, 
this state of affairs is highly 
objectionable. 

On October first, the teacher 
pronounced the word "cure" 
when incidentally referring to 
hormone treatments of homo- 
sexuality. When confronted 
with what he had just said, he 
implicitly admitted the inade- 
quacy of such use by stating 
that he only meant it in quotes. 
However, the teacher was 
unwilling to qualify his Initial 
statement by agreeing that it did 
not imply any notion of undesir- 
ability according to such criteria 
as an inability to cope indepen- 
dently with one's environment 
ordoing harm to oneself and/or 
other people. According to the 
teacher, the APA decision was 
not motivated by the results of 
good scientific research but 
rather by political reasons. 
When asked whether he would 
lecture on homosexuality, the 
teacher replied that he intended 



to treat the "sexual dysfunc- 
tions" during the second 
. semester. 
It is hoped that the above 
information will be particularly 
remarked by the head of our 
psychology department, also 
president of tne (Janadian Psy- 
chological Association. 
Pierre-Yvan Graftieaux.B.Sc.VS 

Nltson Picks 

To the Daily: 

Once again, it has been 
noticed that recently a second 
group named "Young Social- 
ists" has re-appeared on cam- 
pus. The following letter, prin- 
ted in the December 14, 1973 
Daily clarifies this situation: 

Many people have remarked 
that it is difficult to sort out the 
proliferation of various left 
groups on campus. True 
enough, it is'sometimes hard to 
figure out who's who and who 
stands for what. Unfortunately 
one campus group has decided 
to add to (or capitalize on) this 
confusion by adopting the name 
of another. 

We hope this letter can clarify 
the situation. 

The Young Socialists/Ligue 
I des Jeunes Socialistes is a re- 
, volut'ionary socialist youth 
' movement that was established 



in 1961. It is Canada's largest 
radical youth group and is active 
in 20 centres across the coun- 
try. At McGIII, the group is 
called the McGill Young Social- 
ists. 

The Workers' League is a 
somewhat smaller group, cen- 
tered in Montreal. Recently it 
decided to form a youth move- 
ment and has chosen the name 
"Young Socialists/Jeunes So- 
.cialistes." It held a "Young 
Socialist" convention on De- 
cember 8 at Dawson College, 
and holds other activities such 
as campus meetings, bazaars, 
discotheques and cookie sales. 

Students interested in the 
ideas of the Workers' League 
can read their papers: Bulletin, 
Labor Press, and Young So- 
cialist (the latter two are Ameri- 
can papers published by their 
co-thinkers in the United 
States). Those interested in the 
Young Socialists can read our 
papers, Young Socialist, Labor 
Challenge and Liberation, at- 
tend our on-campus Left For- 
ums, or discuss with us any of 
the campus activities we're in- 
volved in. 

Stuart Russell 
Carol Cohen 
forthe McGIII YS 
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Champagne of the rich; jail for the poor 



by Jeff Kessler . 

Summer 1972. There Is a fine pure 
while mist that covers the valley like 
stalks of cigarette smoke at dawn as 
the sun breaks through the twin 
snow-capped peaks of the Sierra 
Nevada de Santa Marta In northern 
Colombia. The air Is thick with the 
smell of vegetation, a peacock sits on a 
fence beside a dirt hut on the outskirts 
of an Indian village. Streaks of sunlight 
are diffused by the branches of a thick 
cluster of trees, each of them the size 
of a child. The leaves are a grayish- 
green; In many places they've been 
recently cut. 

Slowly the smell of végétation Is 
replaced by that of kerosene. In back of 
the house an Indian Is working around 
a series of battered Esso oil drums, 
water containers and another constant 
smell, coming from Inside, of sul- 
phuric acid. Elsewhere, down the 
mountainside women 'are carrying 
sacks of laundry to be washed In 
streams before going to tend crops 
among .the many terraces that dot 
Santa Marta. 

There are two businesses here. One 
is agriculture, raising enough food to 
support a family. The other is drugs:, 
the makeshift still is not for brewing 
moonshine whiskey, the clump of 
bushes is not a prized carrot patch. 
This is a coca plot, and the start of a 
smuggling trail that often leads to 
riches or jail 3,500 miles away in 
Montreal. 

Mama C0ca, r the divine plant of the 
Incas, has been -cultivated along the 
river valleys and Andean foothills that 
stretch from Colombia to northern 
Argentina for thousands of years. The 
Indians have always chewed its leaves 
to sustain them in harsh environments 
like the frigid, 15,000-foot high pla- 
teaus of Peru v . During the 1530's 
Pizzaro's 'conquistadors' remarked 
that the Incas measured the distances 
they walked not by maps, but by the 
number of leaves they chewed. 
Freud started it 
It wasn't until the nineteenth cen- 
tury, however, that the West dis- 
covered the energy of the coca by 
Isolating one of its fourteen alkaloids, 
cocaine. This snowlike odorless pow- 
der was originally considered a wonder 
drug for purposes of local anesthesia. 
In the 1880's Freud used It'to treat the 
morphine addiction of one of his 
patients', but gave up the cure when the 
man developed 'a psychological de- 
pendence on It. Critics said its abuse 
led to paranoia, acute depression, and 
hallucinations. Others praised it for the 
powers of euphoria, sexual stimu- 
lation, physical strength, and mental 
clarity it brought. 

"I've sold everything," sald.a former 
..lontreal drug dealer, "and I've used 
everything, and the only stuff I still like 
is coke. And that's the problem, 
because I like it too much. It's not a 
body thing that gets you strung out like 
junk. It's just that I feel better on coke 
than off it, a head trip. I'll tell you, the 
first rush after snorting it, that cool 
numbness of the tips of your nostrils; 
the fast jet stream that takes you off is 
worth all the spiders crawling around 
under, your skin a half-hour later when 
you're coming down. I wouldn't trade it 
for anything, but that's what my shrink 
and I are trying to straighten out now." 
Although cocaine is not a narcotic 




Another famous cocaine user. He prob- 
ably wouldn't have taken It at today's 
prices. 

and never has been proven physically 
addictive, it still remains a drug of 
mystery, little understood by medical 
science and less understood by law 
enforcement. In New York both police- 
men and District Attorneys warn that 
the coke user is a potentially violent 
person who threatens society as much 
as the junkie. 

. Dr. Robert Byck of the Yale School of 
Medicine calls that "Hogwashl You . 
give a bunch of muggers cocaine and 
they'll go out and mug. It's not the 
drug." Byck, who has a year grant from 
the. World Health Organization's Com-,- 
mlttee on Drug Abuse said that sta- 
tutes like Rockefeller's harsh New York 
State drug law classifying coke as a 
dangerous drug on par with heroin is 
"insane, but makes eminently good 
senee in an illogical system. They've 
been dojpg it ever since 1914 (in the 
U.S.) when the Harrison Act called 
cocaine a narcotic. What else Is new? 
Laws about drugs have never been 
based on expert opinion. Most of the 
facts aren't known anyhow. Nobody In 
the field has any data worth a damn, 

including me!" _ , 

Business 

The business of illegal cocaine 
traffic, on the other hand, is chock full 
of facts already known. According to 
the U.S. Federal Drug Enforcement 
Administration (FDEA) Peru and Boli- 
via alone produce 35,000 kilos (one kilo 
equals 2.2 pounds) of coke a year. In 
Colombia, for example, a half-acre plot 
of coca has an annual yield of 150 
pounds of leaves worth $50. The leaves 
are then distilled into a paste. It takes 
500 pounds of leaves to make one 
pound of this paste, valued at $500. 
The paste is turned Into cocaine at 
Illegal laboratories along the Colom- 
bian coast. A single lab is capable of 
producing over 5,000 pounds a year. 

Coke is smuggled into Canada 
through Mexico, New York City, and 
points along the coast and border. 
Couriers have hidden it In women's 
underwear, false bottom suitcases, à 
wine jug, even a hollow wooden leg. 
Airlines have been accused of conspir- 
ing to aid this traffic. In 1973 U.S. 
Federal Judge Jack Weinstein of 
Brooklyn ordered the seizure of a 
Braniff Airways DC-8 jetliner bound 
from Lima, claiming the flight's major 
revenue came not from passengor 



fares, but from smugglers' bribes. 
Braniff .officials in New York-Insisted 
they were "in the business of running 
an airline, not drugs." 

The trade also reaches into the 
pockets of South American govern- 
ments. Fafael Alarcon, former federal 
narcotics chief in Chile under Sal- 
vador Allende, was arrested in New 
York last year and charged with having 
accepted more than $500,000 in a 
conspiracy to protect Chilean smug- 
glers. In July 1974 the Justice Depart- 
ment of the U.S. announced the in- 
dictments of 16 Chilean military per- 
sonnel for having conspired to bring 
cocaine to the U.S. in diplomatic 
pouches. 

The traffic has boomed Into a 
dealer's gold mine. In 1969 the U.S. 
confiscated 370 pounds of coke; last 
year the haul was 1 ,500. In Montreal the 
price of a kilo of cocaine Is $20,000 - 
$40,000. It arrives here at an average 
purity level of 86 percent. Then it is 
usually cut three times and sold in 
grams on the street at 1 2 to 1 8 percent 
pent purity, although privately it is 
usually sold in much purer form. There 
are 996 grams to a kilo, and the cost of 
each gram is usually $50 - $90. 

Because it isn't diluted as often as 
heroin (which is cut six to eight times) 
police maintain that cocaine arrests 
stand a better chance of turning into 
full-scale Investigations of major 
smugglers and distributors. Last No- 
vember, for example, New York City's 
special narcotics prosecutor Frank 
Rogers, announced that the coopera- 
tion of eight "organized crime type" 
informants had led to the arrest of 155 
alleged members of a smuggling ring. 
Among them was reputed Montreal 
mafloso Victor Cotroni, brother of 
Frank Cotroni. They were charged with 
conspiring to bring 300 pounds of coke 
into New York at an estimated street 
value of $35 million. 

Coke Is known as the champagne 
drug of the rich, sniffed from miniature 
silver spoons at Westmount cocktail 
parties. According to a sergeant in the 
Narcotics Division, this is 'where - 
people are most vulnerable to infil- 
tration by undercover agents because, 
unlike the heroin addict, they are not 
professional drug users. 

But coke is also sold at $10 a hit in 
the ghetto and that is where most of the 
busts are made. Cocaine has become 
the number one street sale drug crime 
of Montreal and New York. Of indict- 
. ments being handled b'y Frank Roger's 
office in New York, 45 percent are 
cocaine-related. Here the figure is just 
over 40 percent. And as a policeman in 
the Narcotics Division here says: "We 
can't take half our men and assign 
them to Outremont.. We have to spread 
them around to neighborhoods where 
they are more likely to make arrests." 
Have a coke) 

Law enforcement officials have al- 
ways had a bizarre notion of what 
cocaine does to poor people — espe- 
cially Blacks in the States. Cocaine 
extract was part of the Coca-Cola for- 
mula until 1903. During the 20s and 30s 
the Ku Klux Klan spread the myth 
throughout the South that blacks were 
all high on "happy dust" because they 

drank so much Coca-Cola and that the 
drink made them invulnerable to the 
bulléts of white policemen. The Klan's 



solution was to urge police to switch 
from a. 32 caliber pistol to a .38 so they 
could show these "hopped-up bun- 
nies" that white folks could shoot them 
deader than a doornail. 

Does the general public's notions 
about who uses cocaine justify the vast 
majority of arrests being on-the-street 
"buy and bust" operations? Dr. Barry 
Stimmel, director of the Mt. Sinai 
Hospital methadone maintenance pro- 
gram in New York maintains, "An 
individual who can afford cocaine Isn't 
going to be hanging around street 
corners menacing pedestrians. He's 
probably at a party with people who 
make him feel secure. For him It's a 
social drug. I don't see him going off 
the deep end." 

"Who are they jiving?" exclaimed 
Clyde, a patient at Mt. Sinai clinic. 
"The coke that's sold on the street Isn't 
real, it's cut with amphetamines and all 
kinds of sugar shit. At .least when 
heroin is beat (poorly cut) you know 
where it's coming from. But nobody 
wants to mess around wlth bad coke.- 
There Is some around though, that's 
top rock. I mean right off the boat, 
Impurities and all. That'll run you over 
$100 a gram. You don't find anyone 
uptown (Harlem) carrying that quality. 
But that's where It's easier to bust, so 
that's where the law comes down. 

"People in ghettos normally can't 




Sherlock Holmes was one of history's 

better known coke freaks, 
afford coke," said the former Montreal 
dealer. "They'll save it for sure, If they 
can get the bread together gradually. 
But if they can't It's no hassle. I've 
never met anybody who got busted, 
let's say, for a junk (heroin) sale or a 
holding rap who could make the price 
of coke. Yet it seems only the poor 
suckers get busted on coke raps." 

For those who can make the price, 
cocaine is fast becoming the public 
drug enemy that marijuana once was. 
Once the secret pleasure of a very few 
dealers have now made it a drug for the 
masses^ In Montreal and New York 
though, it threatens to be not their 
pleasure, but their jailer. • 
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Morgenthau . . . 

cont. Irom page one 
independence must now rely 
upon an outside nation to moni- 
tor its security, he said. 

"The U.S. Is now pursuing a 
foreign policy of concession to 
Egypt at the expense of Israel," 
Morgenthau said. The initial 
Israeli defeats In the October 73 
War and the use of oil as a 
political weapon have com- 
pletely changed the Mid-East 
situation. Israel has lost its aura 
of invincibility and has.become 
in the eyes of the U.S. and the 
rest of the world "Just another 
small nation;., surrounded by 
enemies, that would probably 
be destroyed if nature ran its 
course." 

The Arabs have gained the 
upper hand in the Middle-East. 
Sadat, who Morgenthau calls 
"the best Arab leader since 
World War II", has been suc- 



cessful In balancing the U.S. 
and the USSR at the brink of 
nuclear war. The threat of an oil 
embargo which could cripple 
the world's industrial nations, 
Japan and West Germany In 
particular, keeps the Mid-East 
Crisis an integral part of world 
politics. 

Morgenthau criticized "Kis- 
singer" diplomacy. In his view, 
Kissinger operates on blind 
faith by supposing that the 
solution of a few minor prob- 
lems will cause the whole crisis 
to disappear. Morgenthau feels 
that the solution to the Sinai 
problem Is one thing, but other 
Issues like the Golan Heights 
require completely different so- 
lutions. 

The major problem, namely, 
the recognition of Israel as a 
state by the Arabs, and the 
recognition of the Palestinians 
by the Israelis, have been com- 
pletely ignored. Morgenthau 



stated that the major achieve- 
ment of Kissinger's manipu- 
lation and Juggling routine is 
that so far "Kissinger Is getting 
away with more than anyone 
else did before." Ir\ other words, 
Morgenthau feels that Kissinger 
has been successful In solving 
minor problems without the 
major issue flaring up. 

"The Soviet role in the Mid- 
East Is submerged ... mystic." 
Morgenthau suggested that the 
USSR may be waiting for Kis- 
singer's diplomacy to fall 
through as In Viet Nam, "like a 
house of cards." Then Russia 
would step in to take control of 
the pieces. 

Morgenthau's lecture, "Amer- 
ica and the Mid-East; the Kis- 
singer Era" was sponsored by 
the McGIII Debating Union and 
the Committee for Justice In the 
Middle East, a pro-Israeli or- 
ganization. 
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All our Campus advertisers are kindly advised that the McGill Daily is 
going to take a break during the Thanksgiving Week (Oct. 13-17). 

The paper will resume publication on Monday, October 20th. 

The ad office will be open on Oct. 16 & 17 from 9 A.M. - 5 P.M. and the 
deadline for October 20th is Friday October 17 before Noon. 
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® IMPERIAL OIL LIMITED 



INTERVIEWING ON CAMPUS 
on November 4, 5 and 6 

Deadline for submitting yourapplicatlon through your Placement Office: 

OCTOBER 17, 1975 



We are interested in the following graduates: 

Commerce, Computer Science, 
Economics, Engineering and M.B.A. 



JOB DESCRIPTIONS - giving complete details of specific positions available 
and location, may be seen at your Placement Office, 762 Sherbrooke St. W. 
Please indicate on your application, using the code, which position or 
positions represent some interest to you. 



classifieds 



These ads may be placed In the 
advertising office at the University 
Centre from 9 a.m. to 5 p.m. Ads 
received by 10 o'clock appear the 
following day. Rates: 3 consecu- 
tive Insertions - $3.00 maximum 
20 words. 15 cents per extra word. 

JOBS 

Wanted educillon student Iprolerably male) |o 
tutor Intelligent 11 year old boy who has 
problems relating. Wilt pay. Phone elter 6:00- 

ataaa . 

MISCELLANEOUS 

OLD COMICS WANTED. I will pay high prices 
lor large accumulations and collections ol old 
comic books, particularly Marvel comics. 
481-2830 anytime. 

Moving? Ei-Orad student trucks available, 
professionalism guaranteed. Insured, low 
ralea. Free estimate Tim 481-8385. 

ANGLICAN EUCHARIST. Simple, conlempo-- 
ary liturgy, every Friday, 1:00 P.M., Yellow 
Door Collee House, 3825 Aylmer, 2nd floor. 
ALL WELCOME.' 

EI-Cheapo-HOMEMADE LUNCHES, Dally 
Irom 11*2 p.m. al the Yellow Door, 3625 
Aylmer. 3 course meal • special Me. 

No credit course In phylacteries. Mlnyan 7:45 
A.M., Dally, 1:10 P.M. mlncha et Hlllel. 3460 
Stanley, 2nd lloor. Further Info; call Martin 
739-1056 altar 6. - 

EXPERT TYPING: Reasonable rales, papers, 
reports, theses manuscripts, etc: Also, engi- 
neering papers with equations. Phone 466- 
4826 elter 5 P.M. 

Free Duller lesson. New method gusranteed to 
work. Suitable lor beginners A advanced 
beginners. For sppolntmenl write to Box 250, 
T.M.R. P.O. Mention prelerrad scheduling. 

Anyone Interested rn learning conversstlonsl - 
or written Englleh, FREE, contact Daryl 
Brsckman 265-0217. _ 

PERSONAL 

Desired beautiful girl with domestic esperi- 
ence, for rich but arrogant guy. Must be good 
bed-warmer. Call 268-565». 

. RUM,WHEREAR&tOU?W*don'tknowyt>ur. 
last nsme. Pleas* call 933-4805. Tom and 
Cindy (Ellen Sieger* friends). 



Attrectlve femele student |ln late twenties) 
wishes to meet tall, considerate Irish Csnadlsn 
male greduale student In Isle twenties. 
Discretion assured. Photo appreciated. Reply 
285-9089. 

Problem? Feel you need to rep with e rabbi? 
Call Israel Hauimin 341-3560. 

Legal Aid Inlormallon & counselling, Free,' 
Student Union B46. 10-4 P.M. 392 B91B. 

ENTERTAINMENT 
Masters and Johnson film Spectacular 
presented by MFS: Frl. IL DECAMERONE 
(Pierre Paolo Passollnll, The Oraduele |lhat'e 
me) Sal. Both 7 6 9:30 L-132. 75c. 

LQJil " 

Men'* GLASSES with brown plastic I rame In 
black case marked Optical Prescription Com- 
pany. II found pleas* call Peter, 381-2797, 
reward. 

My BIKE, a women's 28" black Raleigh was 
stolen Tuesday evening Oct. 7 Irom behind the 
Bronfman Bldg. Pleasal Anyone with Informa- 
lion phone 486-7568 evenings. I need II mora 
than the thiol. 

Reward J10.00 available Dally advertising 
olllcelorretumblacklealherwallet [without S| 
lost a! tennis courts Saturday A.M. No 
questions asked. 

. FOR SALE 

SKI BOOTS FOR SALE: Kesllnger World Cup 
slz* 8, Al condition. Reg. J 1 85, must sell 195. 
Firm. Call Martin 747-2753 or 744-6297. 

YOU DONT H AVE TO BE A MILLIONNAIRE to 
own a Rolls, just * masochlst to shave with 
oneJhavea (genuine 1WJ0e Roll* Razor end Tm 
scared ol Wood transfusions. It's your*. 
ch**p. Put It In your Junk collection. 274-5391 



FENCING 

TEAM 

TRYOUTS 

Tryouts for the Women's 

Fencing team will be held 

October 14 & 16, 7:30 pm, 

Currle Gym. 

Only limited experience 

necessary. 

For Info: - Jo Fiske 392-4548 



KADDISH 

••••••• will you be 

the tenth to help 
make a MINYAN? 



.Shacharit 7:45 a.m. . 
" : Mlncha 1:10 p.m. 

at HILLEL 

3460 Stanley St., 2nd. Fl. 

Further info, call Martin 
739-1056 after 6 p.m. 




McGILL REDMEN 

HOCKEY 
TRAINING CAMP 

Training camp opens on Tuesday, October 14 at 
the Winter' Stadium. 

Students Interested in trying out for the team 
should meet Coach Madill at 5 p.m. In the Arena. 

N.B. Please bring own equipment and sticks. 





MMptMasKfRMI 



'If 



Saturday 



HE GRADUATE 




75 cents- 
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The demonstrators replaced 
the Spanish flag with that of the 
Revolutionary Antl-Fasclst 
Front (FRAP), to which three of 
the executed militants belon- 
ged. Since then, large crowds 
have been gathering around the 
burned-out buildings to inspect 
the ruins, and to reflect. 

Disabled Veterans Protest 

At the same time, pressing 
their demands for "work, not 
charity," a group of disabled • 
veterans of Portugal's African 
wars occupied the entrance to 
the huge Greek-style Parliament 
building where the new Cabinet 
was meeting. "Our struggle is 
part of the whole struggle of the 
workers for their rights and 
dignity." 

Some of the veterans, 
wounded while .carrying, out 
murderous missions for the 
colonialist : army, , In .Angola, 
Guinea-Bissau, or, "Mozam- 
bique, were in wheel chairs, 
others were on crutches. While 
they were blocking the en- 
trance, the cabinet ministers 
appeared but a squad of 
commando troops from the 
regiment commanded by the 
tough, right-wing Colonel 
Jaime Neves, Intervened, driv- 
ing the veterans away to clear 
the way for the ministers. ... 



The next day, Sunday, the 
newly-formed United Revolu- 
tionary Front (FUR), a coalition 
of leftist organizations of var- 
ious tendencies with a common 
platform of struggle for "peo- 
ple's power," paraded through 
thecity, denouncing the rightist 
threat. They called for land 
reform, the elimination of reac- 
tionaries from the barracks, and 
direct democracy through peo- 
ple's assemblies. 

Like the leftist soldiers who 
had paraded on Thursday, they 
denounced the right-wing sec- 
ret "Liberation Army", believed 
to be headed by exiled General 
Spinola and backed by the CIA. 

The demonstrators assem- 
bled at the entrance to the 
Parliament building to show 
their solidarity with the woun- 
ded war veterans. A few squads 
of soldiers took up positions in 
front of the building in a 
conspicuously lackadaisical, 
friendly manner, clearly frater- 
nizing with the veterans and the 
crowd. 



Media Crackdown 
In response to the developing 
mass movement In the streets 
and the Increasing militancy of 
the left, the Prime Minister 
ordered the military occupation 
of Lisbon's three radio and one 
television stations on Septe 
ber 29. 



At a press conference for the 
foreign press, an embarrassed 
Minister of Social Communica- 
tions tried to justify the mea- 
sure. Reading from an official 
communique, he declared that 
the stations had been "inciting 
to provocation and disorder" 
and violating the "centuries-old 
principles of social life." 

] The startling news of the 
takeover sparked rapidly organ- 
ized protest by the United 
Revolutionary Front. Marching 
to Radio Rênascenca, protes- 
ters voiced their support for a 
"radio at the service of the 
people." Inside, the soldiers 
who were occupying the station 
refused to interfere with the 
radio's activities. They waved 
cheerfully to the demonstrators 
and later Issued a statement 
supporting the workers. 

But the transmitters for the 
station, located outside the 
city, were taken over by Colonel 
Neves' special commandos. 
The station has been effectively 
prevented from broadcasting. 

Tuesday evening, September 
30, the Socialist and Popular 
Democratic Parties took to the 
streets to demonstrate their 
support for the repressive mea- 
sures taken by the Sixth 
Government. About 20,000 de- 
onstrators marched against 
narchy and chaos," "the 



" manipulation of the press," and 
"the climate of violence." 

The demonstration proceed- 
ed to the National Radio Station 
which was guarded by troops ad 
protected by leftist militants. 
Fighting broke out between the 
two groups, and the soldiers 
Intervened with tear-gas 
grenades. 

Prime Minister de Azevedo 
has Justified the new govern- 
ment's repressive measures as 
necessary to "prevent anarchy 
and Indiscipline in and out of 
the barracks," and to "save the 
country from fascism." 

The country is on the verge of 
a serious confrontation, and the 
primary tactic of the present 
government seems to be the use 
of fear of a fascist takeover as a 
pretext for a drive against the 
left, with a view to preserving 
Portugal for capitalism. 




Legal 
Aid 

(Free) 



New Location 

5 days weekly 
9 am - 5 pm 

Union Bldg. B46 
(basement) 

PHONE 392-8918 
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PROSPER 

Hair Stylist 
For Men 



NOW OPEN 

2075 University • 
Metro level an H 
tel: 288-8813 

(Ask tor 
Corlnna) 



2013 Mansfield 
Montreal 
tel: 843-3232 



AFTER PINK FLAMINGOS., 



DIlfBNE RETURNS! 



18yrs 

ADULTS 



'Femile Trouble' cin't be dismissed. 
Divine is itiarvelouily funny!" 

-Ct'»J4lm Voii ViftitM 

"AN EPIC ... John WltlfV mute rpiece." 

**IHI fXUIIRANU m UHST Of iTMUS... 
Inwntlr Mreal. karriali l*n*|!" 



"INNOVATIVE rO(fW$r-fWH.««^i-. 
"A MOVIE THAT CELEBRATES TACKINESS!" 

- Cttt « * /•«■»« 
"GOES IET0NO WAFHDL. .. Biiirn, unique, 
weird... Sit down »nd giggle" 

- Cl "r" a* t Ac* ffrte/* 



SATURDAYS AT 
MIDNIGHT ONLY 



She has a lot ol problems 




STARRING 
DIVINE • DAVID LOCHARY 
MARY VIVIAN PEARCE • MINK STOLE 
AND AS IDA 
EDITH MASSEY 

A Of. RUA COUUUNICATIONS RClEASf 



YORK 



1487 ST. CATHERINE W 937-8978 




ARMY NAVY 
SURPLUS 

• wool coats parkas 

• sailor pants & tops 

• combat shirts & pants 

• insulated boots 

À. BERG 

across Campus 

752 Sherbrooke St. W. 



JEWS & CHRISTIANS 



group . on the theological roots of 



A discussion 
anti-semitlsm 

Information Meetings: 

Wednesday, Oct. 15; 12-2:00 P.M. 
Thursday, Oct. 16; 1:00-2:00 P.M. 

Student Christian Movement at McG ill University 

3625 Aylmer St. 

For Information Phone 392-4947" 



ART EXHIBITION &SALE 



PLACE:- 

In the University Centre, 
3480 McTavish Street, 
Main Floor 

TIME: 

9 a.m. - 9 p.mC 
DATE: 

Mon - Friday 
Oct 6- 10 



Only $2.50 each 
any 3 for $6.00 




Over 1200 different 
full color 
reproductions 

Featuring the works of 
Van Gogh 
Picasso 
Dali 
Monet 
Renoir 
M.C. Escher 
Bosch 
Wyeth 
Magritte 
Gaugin 
Rembrandt 
Bruegel 
Plus many many more 



If you have bare walls this is the place 



Representative 

UNIVERSITYOFSOUTHERN CALIFORNIA 

to be on campus 

FRIDAY, OCTOBER 24 

Graduate study information — all fields of 
letters, arts & sciences 

Contact Canada Manpower Centre 
(Student Placement Office) 283-4411 
762SHERBROOKEST. W. 

_ 



V.I.R 

ADVISORY SERVICES LTD. 

ABORTION 

ON DEMAND 
285 - 1650 

By gynecologists certified 
and licensed in New York 
State 

SAFE - LEGAL - CONFIDENTIAL 
SAME DAY 

VI P Is the only center 
■ ■■■■ in C-inada ap- 
proved by the Clinic in PI at ts- 
burg, 65 miles f 10m Montreal. 

666 Sherbrooke West Suite 309, 

corner University 
(exit McGill metro) 



$149 C.NEMA(y)RepeRTO.RE 99 

ADM. FOR ; ADM. FOR I 

each m m - - u AFTER- 



adm. for ea. ' 
:after- 



5560 SHERB ROOKE STREET WEST [Corner Girouard] TELEPHONE: 489*5559 . noon film 



FRIDAY 10 OCTOBER 

7:00 Chinatown 
7:00 Amarcord 
9:30 La Grande Bouffe 
12:00 Chinatown 



SUNDAY 12 OCTOBER 

1:00 Sword & The Dragor 
3:15 Rio Lobo 
7:00 American Graffiti 
7:00 Elvira Madlgan 
9:30 The Wild Bunch 



MONDAY 13 OCTOBER 

7:00 American Graffiti 
7:00 The Gambler 
9:30 Zardoz 



TUESDAY 14 OCTOBER 
7:00 Sleuth 

7:00 Les Violons Du Bal 
9:30 The Wild Bunch 



WEDNESDAY 
15 OCTOBER 

7:00 Sleuth 

7:00 La Bonne Année 

9:30 The Gambler 



THURSDAY 16 OCTOBER 

7:00 The Wild Bunch 
7:00 La Bonne Année 
9:30 Straw Dogs 



FRIDAY 17 OCTOBER 

7:00 La Bonne Année 
7:00 Harold & Maude 
9:30 The Music Lovers 
12:00 Harold & Maude- 



SATURDAY 11 OCTOBER 
1:00 Sword & The Dragon 
3: '5 Rio Lobo 
7:00 American Graffiti 
7:00 Amarcord 
9:30 Targets 
12:00 American Graffiti 



SATURDAY 18 OCTOBER 

I 00 Angry Rod Plaiwt 
315 Willi. Woi .J I Th. 

Chocolat* F»clory 
7 00 Straw Dogs 
7.00 Harold & Maud* 
9:30 Harry t Tonto 
12.00 Harold 1 Miuda 



SUNDAY 19 OCTOBER 

1:0OThr»* Sloog** In Orbll 
3:15 Around Th* World In A Dan 
7:00 And Now For Something 

. Compltloly Dllltrtnl 
7.00 Amarcord 
'.J 30 Harry t Tonto 



SUNDAY 26 OCTOBER 

1:00 Tha Unit Prlnca 

3:15 Whan Comady Waa King 

7:00 Th* Tall Blpnd Man Wllh 

Ona Black Shoa 
7:00 Crlaa A Whliptra 
9.30 Th* Wild Bunch 



MONDAY20 OCTOBER 
7:00 The Tall Blond Man 
With One Black Shoe 
7:00 Sacco & Vanzettl 
9:30 And Now For 
Something,,,,, 
letely Different 



Compl 



TUESDAY21 OCTOBER 

7:00 The Tall Blond Man 
With One Black Shoe 
7:00 Sacco & Vanzettl 
9:30 The Wild Bunch 



WEDNESDAY 
22 OCTOBER 

7:00 Scenes from a 

Marriage 
7:00 Mean Streets 
9:30 Amarcord 



THURSDAY 23 OCTOBER 

7:00 Le Voyou 
7:00 Mean Streets 
9:30 Harold & Maude 



FRIDAY 24 OCTOBER 

7 CO Th* Tall Blond Man Wllh 

On* Black Sho* 
7:00 Crl*t t Whllp.r. 
930 Harold 1 Maud* ' 
12:00 Tha Tall Blond Man Wllh 

On* Black Sho* 



MONDAY 27 OCTOBER 
7:00 Janls 

7:00 The Conformist. 
9:30 The Longest tYardt 



TUESDAY 28 OCTOBER 

7:00 Cries & Whispers 
:7:00 The Conformist 
9:30 La Grande Bouffe 



WEDNESDAY 
29 OCTOBER 

7:00 La Grande Bouffe 
7:00 If 

9:30 The Longest Yard 



THURSDAY 30 OCTOBER 

7:00 The Last Detail 
7:00 Repulsion 
9:30 Frenzy; 



SATURDAY 25 OCTOBER 
1:00 The Little Prince 

3:15 Oliver 

7:00 Don't Look Now 

7:00 Cries & Whispers 

9:30 McCabe & Mrs. Miller 

12:00 Don't Look Now 



Bus Routes: 105, 103, 17 

To be placed on the mailing list and to 
receive our 3 month schedule free of 
charge, please call, write, or leave your 
name at the theatre. 
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COMPUTER TRAINING 
» CONTROL DATA 

NE OF THE LARGEST COMPUTER MANUFACTURERS IN THE WORLD 



"WE BUILD COMPUTERS . . . WE'RE ALSO INVOLVED IN BUILDING CAREERS" 

NEXT COURSES START OCT. 20th 

• KEYPUNCH-COURSE DURATION 6 - 8 WEEKS 

• COMPUTER OPERATOR COURSE DURATION 3 MONTHS 

• COMPUTER PROGRAMMING COURSE OURATION Vh MONTHS 

• COMPUTER MAINTENANCE COURSE DURATION 10 MONTHS 

• ADVANCED TECHNOLOGY OVER 400 COURSES AVAILABLE 

(Financing available — to 36 months) 



An "INFORMATION SEMINAR" pertaining to these courses 
will bo held (without cost or obligation) 
Tuesday, Oct. 14th at 2:00 p.m. or 7:30 p.m. 
• FILMS • PRESENTATION • APTITUDE TESTING 



FOR FREE BOOKLET 'HOW TO START YOUR CAREER IN COMPUTERS' CALL WRITE OR VISIT 



losuctuitwsM « 



CONTROL DATA 



CONTROL DATA INSTITUTE 

2020 UNIVERSITY STREET 
16th Floor. Montreal, P.Q. 

(The McGil 



284-8484 



All our Campus advertisers are kindly advised that the McGill Daily is 
going to take a break during the Thanksgiving Week (Oct. 13-17). 

The paper will resume publication on Monday, October 20th. 

The ad office will be open on Oct. 16 & 17 from 9 A.M. - 5 P.M. and the 
deadline for October 20th is Friday October 17 before Noon. 



nil ©Wm 



URGENT! 

Volunteers needed for the upcoming 

BLOOD DRIVE 




Anglican Eucharist 

Simple, contemporary liturgy 
Every Friday, 1 : 00 p. m. 

Yellow Door Coffee House, 
2nd floor 
3625AylmerSt. 
ALL WELCOME 
Student Christian Movement 
in McGill University 



SYMPOSIUM 

ON THE 

HOLOCAUST 

Monday, October 20th 
to 

Thursday, October 23rd 
Redpath Hall, McGill 

Speakers, Films, Seminars on the Jewish 
experience in World War II. Brochure of detailed 
schedule available on Tuesday on campus, Jewish 
Studies Dept. and Hillel. 

sponsored by 

Hillel Students Society 
and 

Hadassah Wizo Organization of Canada 

For further info, 
845-9171 starting Tuesday Oct. 14th. 



STUDENTS' SOCIETY 

EXTERNAL AFFAIRS 
DEPARTMENT 



Applications are hereby called for: 

• 2 positions as McGill observers to A.N.E.Q. 
(Association Nationale des Etudiants du 
Quebec). 

• 3 positions as members of the External 
Affairs Department Translation Service. 



All applicants are required to be perfectly 
bilingual. 

For more information, call 392-8963 



Applications forms are available at Students' 
Council Offices in the University Centre. 



